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June 12, 1978 


Acting Chief, Coordination and 
Review Staff 

Office of Legislative Counsel 

Central Intelligence Agency 

Room 7 D 35 

Washington, D.C. 20505 
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Your letter dated June 8, 1978, advising that the 
secure area in Room 17 of the Russell Senate Office Building 
has been accredited as a sensitive compartmented information 
facility, has been received. 


It will be appreciated if you will adjust your records 
to show that Paul F. O'Connell, Jr. has been designated 
as the permanent control officer for this facility. 


Sincerely yours, 


beth Otome 


Donald G. Sanders 
Special Counsel 
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